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Message Text 



UNCLASSIFIED 

PAGE 01 PHNOM 12722 191233Z 
47 

ACTION AID-59 

INFO OCT-01 EA-11 ISO-OO EB-11 IGA-02 RSC-01 DRC-01 /086 W 

029236 

R 191056Z NOV 73 
FM AMEMBASSY PHNOM PENH 
TO SECSTATE WASHDC 3840 
AMEMBASSY SINGAPORE 

UNCLAS PHNOM PENH 12722 

E.O. 11652: N/A 

SUB J : GENERATORS 8 MW - ABBOTT CONTRACT 

REF: (A) PHNOM PENH 12644 (NOTAL) (B) SINGAPORE 4407 
(C) STATE 222560 

ECON REP MET ON NOV. 19 WITH DE FONTAINE OF MEKONG TRANSIT, WHICH 
IS THE FREIGHT FORWARDED REPRESENTING APL. MESSRS. ABBOTT, 

GALLAGHER, AND RIEGER WERE ALSO PRESENT. DE FONTAINE INFORMED 

US THE SWITCH GEAR IS TO ARRIVE PHNOM PENH ON THE KABBARLI 

BETWEEN DEC. 6 AND 11. GALLAGHER VOICED CONCERN THAT THE 

KABBARLI WAS NOT ADEQUATE AND SHOWED SOME WORRY THAT THE EQUIPMENT 

WOULD BE DECK LOADED. DE FONTAINE SAID HE WAS FLYING TO 

SINGAPORE AND WOULD PERSONALLY MAKE SURE THE LOADING WAS DONE 

PROPERLY. THE ABBOTT PEOPLE SEEMED SATISFIED AND ALSO VOICED 

SATISFACTION THAT THE GEAR WOULD ARRIVE IN TIME TO BE HANDLED BY 

CST. THE SAIGON COMPANY THAT IS GOING TO BRING UP TO 

PHNOM PENH FROM SAIGON THE FOUR GENERATOR UNITS UNDER THE 

ABBOTT CONTRACT. 

ENDERS 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PHNOM12722 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: PHNOM PENH 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 125/aaaaashn. tel 

Line Count: 46 
Locator: TEXT ON-LINE 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (A) PHNOM PENH 12644 (NOTAL) (B) SIN, GAPORE 4407 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 FEB 2002 by reddocgw>; APPROVED <07 FEB 2002 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GENERATORS 8 MW - ABBOTT CONTRACT 

TAGS: ASUP, CB 

To: STATE SINGAPORE 

Type: TE 
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